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Mr. Rob Gordon 

CBC TV News 

P.O. Box 3000, 1 840 Bell Rd. 

Halifax, Nova Scotia B3J 3E9 

Dear Mr. Gordon: 

This is further to your request submitted under the Access to Information Act for: 

HMCS Corner Brook damage assessment reports conducted including all video and photographs 

Enclosed please find all requested records that could be located using the Department's best efforts, within 
the constraints of iheAct. You will note that certain information has been withheld from disclosure 
pursuant to sections 15 (defence), 19, and 24 (referencing the Defence Production Act) of the Access to 
Information Act. 

Please be advised that you are entitled to file a complaint with the Office of the Information Commissioner 
concerning the processing of your request within sixty days of the receipt of this notice. In the event you 
decide to avail yourself of this right, your notice of complaint should be addressed to: 

Office of the Information Commissioner 
Tower B, Place de Ville 
1 12 Kent Street, 22nd Floor 
Ottawa, Ontario 
K1A 1H3 

We also wish to advise you that the Department of National Defence (DND) complies with the Treasury 
Board Secretariat Guide for Posting Summaries of Completed Access to Information Requests. Summaries 
of DND requests can be found on our website www.forces.gc.ca under the tab "Completed Access to 
Information Requests." 

Should you require clarification or assistance regarding your request, please contact James Lackie of my 
staff at (613) 995-3888 or by e-mail at james.lackie@forces.gc.ca or use our toll free number 
1-888-272-8207. 



Yours truly, 




Enclosures: Release Copy 



Canada 
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Holborn Cdr AJV@MARPAC HQ@Esquimalt 

From: Smith Capt(N) DF@FMF@Esquimalt 

Sent: Monday, 6. June. 201 1 14:25 

To: RuebenCapt(N)AF@JTFP@Esquimalt 

Cc: ^ m P^Capt<N) PV@CFP@Esquima!t; Pearson LCdr CPB@FMF@Esquimalt; Bannister 

?l r ^iST P@Esqu,malt: Sutheria n d LCdr PV@CFP@Esquimalt; Holbom Cdr 
AJV@JTFP@Esquimait 

Subject: initial Assessment 

Attachments: deformation in Bottom of hull were fairing meets hull. JPG; Bent shaft by shutter 5 JPG 

Bottom front of Hull to nose fairing.JPG; bottom of bow shutter 3.JPG; Bottom of fwd sonar 
damagedJPG; Bow shutter 3. JPG; bow shutter 5 pin should be in slotJPG; Bow shutter 
5. JPG; Cracked member JPG; damaged sonar cabling. JPG 



Sir 



L ass * ssment based upon the FDU(P) dive this AM and a subsequent meeting of ALCON. The 
attached photos provide some visuals of what we are dealing with. 

• Glass reinforced plastic (GRP) bow dome significantly damaged. Size of hole is minimum 6 ft and the 
fpaSTinHaiifax sustained damage. It will need to be replaced (docking dependent work) and 

• 21°, b °? S0 ^: damage A " umbef Qf staves were displaced and/or cracked, cables were observed to be 
fte sur&T disconnected from impact. State of 2040 unk as COR could not assess while transitting on 

• Bow shutter for tube 3 and S missing. Extensive damage in the form of tearing and dents in the area 
surrounding bow shutter of tube 3 and 5. Ship Staff have confirmed leakage of hydraulic fluid from tube 3 

• Covers for weapon embarkation trench warped 

• 2SSSlS?i M ble ?- QbserVed , , ° be """"H out from 811)61 free flood area, source unk. suspect source to be 
either from Ip blow line or crack from no. 1 mbt 

• Remaining structural state of sub unk 

In order for COR to proceed sea, the following repairs are essential for safe operation: 

• 2040 as the main safety sonar 

• GRP replacement to reduce flow noise of 2040 

The immediate intention is to: 

• conduct test on 2040 to determine extent of damage to transducers (can be done afloat) 

• conduct drop test to ensure ail HP air bottles are secured 
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awMMMti iiu in minium 



To: 



8mm CaptfN) OF#FW@EscplrijaIt 
Tyeisjfa^ ? 9 Jwne t aan 14:23 

Collins Cdr S@AQM(Mai) DMEPM(S«)@Ottawa-Ht«: Person LCdr GPS#FMF@£squirna!t 
FtndSater LCdr DW@ADM(Mat) OMEPM(SM)@C*ta«a-KuR; Turgeotj JSJ@ADM(Ma& 
BMB^(SM)@Oitawa-HuB; McVfcar Cdr SD@JTFP@Esquimaft; Johnston LCdr 
GA@JTFP@Esquir>aB; Hofcom Cdr /U V@JTFP@Esquima«; Hughes Cdr D@ADfi/KMatt 

D&JeP?^(SM)<§Qyawa»HuIt 

EartCdrC$@ADM(Mat) DS\AEPM{S&0@Ottawa-Htifl; RiisCdr DJ@FMF@Esquimait; Piccolo 
LCdr CM#ADy (Mai) DNEPM(8M}@C«awa-Hull; Cooper LCdr AES3TFP@Esqu?malf 
Match LCdr AJ@ADM(Maf) DMEPM(Siy|)@Ottawa-HuB; BMdden LCdr HL@AOMff4at) 

DMEP^CS^)@OUa>^-Hu!J; Mantey LCdr MI{§F&5F@Esquiraa!t; Brcwj LCdr 

CR#F&IF@Esquimaii; Lau Lt{N) JCF@JTFP@Es<aytrsiafl 

RE; DRAFT GO FMF COR options analysis brief for urgent review and comment 



The ferfef won't tous?« scope as the details of that have to 
the items you mention. 



b© thought frsowgh, That befog said, tiers is merit to corMctenlRi 



D.F. Smith 

Capfafnf f4) f Capitaine de vaisssau 
Commanding Officer j Commandant 

Fleet Mamtenance Facility CAPS BRETOM { i'teWsfeR de raaifiteRaBce de fa telle mm SRETOM 

Nafionaf Defence | D§feRSe naferiala 

Victoria, BC, Canada V9A 7N2 

donafd.smfU^4@forcsascca 

Telephone } TStepfcone 2S&-3S3-2315 

Facsimile j Tefcleopteur 250-383-5886 

Govemmcrtt of Canada j 6ou*err«mertt du Canada 



frffiras Coffins Get S§w»3{ffaQ DMEPMCSMpottasiva-Hull 

T<S» Pesss®* ICSF CPBf^RSsEsqisimsiS; Mater 10?!- QVV#,ASa(Kat> DMEPt<?[SM}#OKava43u3; Ttsrsesa jS3@AD?flfefeS 

AJV#JTFp@gsquff3>a!i:; Hastes osr B@AfJM(f*st} PMEPM(SH3@Qaavra-HuB 
«5es earl Q5r CS$AaM(M&) DMEPM(SH5@0toia-Hull; RiisCdr D3@mF@EsquiBna!ij PiceotelOfr m§mtmat) 



Km>JT??<$esqtSm$i.; Smith Capita!) 0F®FMF@Es(i!)i?sra?i: 
BE: DRAFT OQ FMF COR eptisas anafysis fcrfef for urgent review and comment 



SM [staff have discussed fte iferief. We are a iittfe confused at the scope of CQA 2. We suggest adding battery removal 

SI 

Spencer Collins 

Commander | capitaine de ftegate 
DfWEPft4{.SNi) 3 [ D Gest PEM{s-m) 3 




NaBonal Defence | Defense nationals 
OSavwa, Canada K1 A 0K2 
spencsr.caBkis@forces.gc.ca 
Telephone | Telephone 819-997-5463 
Cell 613*213-8367 

Facsimile | Telewpieur 813-994-8873 
Sovernmeni of Canada j Gouvarnsrnentdy Canada 
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